Respirator 
Medicine d 


Volume 88, 1994 


Editors 


Robert J. Davies Ronald Dahl James Fish 
Professor of Respiratory Associate Professor, Professor of Medicine, 
Medicine, University Hospital Aarhus, Director, Pulmonary Medicine and 
St Bartholomew's Hospital, Department of Respiratory Critical Care, 
West Smithfield, Diseases, Thomas Jefferson Medical College, 
London ECIA 7BE, U.K. Noerrebrogada 44, 805 College Bldg, 
071-601 8438 (tel) DK 8000 Aarhus C, Denmark. 1025 Walnut Street, 
071-601 8444 (fax) 86 125555 (tel) Philadelphia, PA 19107-5083, U.S.A. 
86 139332 (fax) 215 955 6590 (tel) 
215 955 2318 (fax) 


Associate Editors 
K. Larsson National Institute of Occupational Health, Solna, Sweden 
A. Lockhart Hépital Cochin, Paris, France 
C. Mapp Istituto Medicina del Lavoro, Padova, Italy 
D. 
R. 


S. Postma University Hospital, Groningen, The Netherlands 
Shaw St Mary’s Hospital, London, U.K. 


Editorial Advisors 
S. R. Benatar (South Africa) B. Make (U.S.A.) 
D. W. Cockcroft (Canada) H. Matthys (Germany) 
M. X. Fitzgerald (Eire) K. Mattson (Finland) Salvaggio (U.S. A.) 
S. Godfrey (Israel) E. R. McFadden (U.S. A.) M. Siafakas (Greece) 


S. Nelson (U. S.A.) 

S. 

Ls 

N. 
C. Giuntini (/taly) J. Meier-Sydow (Germany) B. G. Simonsson (Sweden) 

K. 

F. 

R. 


P. Peters (U.S.A.) 


F. Kauffmann (France) F.-B. Michel (France) P. Stohl (U.S.A.) 
L. Laitinen (Finland) T. Miyamoto (Japan) E. Udwadia (India) 
H. Lode (Germany) J. A. Nadel (U.S.A.) Wise (U.S. A.) 





W. B. SAUNDERS COMPANY LTD 
London : Philadelphia - Sydney - Tokyo - Toronto 


Printed on acid free paper in Great Britain by Henry Ling Ltd., The Dorset Press, Dorchester, Dorset 





Copyright © 1994 W. B. Saunders Company Ltd 


ALL RIGHTS RESERVED 


No part of this volume may be reproduced in any form, 
by photostat, microfilm, or any other means, without 
written permission from the publishers 





Number 1 January 1994 
Editorials 


R. J. Davies, Respiratory Medicine 1994 —An International] Journal 
J. L. STANFORD and J. M. GRANGE, The promise of immunotherapy for tuberculosis 
Topical Review 
M. R. Kramer, Bronchiolitis obliterans following heart-lung and lung transplantation 
Original Articles 
R. G. G. Ruiz and J. F. Prick, Growth and adrenal responsiveness with budesonide in young 
asthmatics 


K. PEHRSSON, J. OLOFSON, S. LARSSON and M. SULLIVAN, Quality of life of patients treated by home 
mechanical ventilation due to restrictive ventilatory disorders 


S.-Z. YANG and S.-Q. Ji, Serum and pleural fluid levels of CA50 in malignant and tuberculous 
effusions 


M. YEuNG, S. A. O’Connor, D. T. PARRY and G. M. CocHRANE, Compliance with prescribed drug 
therapy in asthma 


N. AL JARAD, S. W. Davis, R. LOGAN-SINCLAIR and R. M. Rupp, Lung crackle characteristics in 
patients with asbestosis, asbestos-related pleural disease and left ventricular failure using a time- 
expanded waveform analysis — a comparative study 


T. Kwok, M. D. FoTHersy, J. Cookson, J. F. PoTreR and C. M. CASTLEDEN, Can topical zinc 
accentuate tuberculin reactivity in the elderly? 


D. R. BALDwin, A. L. HILL, D. G. PeckHam and A. J. Knox, Effect of addition of exercise to chest 
physiotherapy on sputum expectoration and lung function in adults with cystic fibrosis 


H. Groen, M. Hamstra, R. AALBERS, T. W. VAN DER Mark, G. H. KoéTer and D. S. Postma, 


Clinical evaluation of lymphocyte sub-populations and oxygen radical production in sarcoidosis and 
idiopathic pulmonary fibrosis 


Case Reports 


A. JAVAID and A.-U.-H. Aamir, Pulmonary sequestration: a case report and review 


M. B. ALLEN, G. TosH, G. WALTERS and M. F. Musrs, Pleural and pericardial fibrosis after 
ergotamine therapy 


Book Reviews 
Letters to the Editor 
Forthcoming Meetings 


Number 2 February 1994 
Editorials 


K. DemissiE and P. Ernst, Is increased dietary salt intake a cause of increased airway responsiveness 
or a marker of an unhealthy life style? 


N. J. C. SNELL, Drug interactions with anti-asthma medication 


Topical Reviews 


C. Rusznak, J. L. Devauia, S. Lozewicz and R. J. Davies, The assessment of nasal mucociliary 
clearance and the effect of drugs 


E. J. M. WeerRSINK, D. S. Postma, R. AALBERS and J. G. R. DE Moncny, Early and late asthmatic 
reaction after allergen challenge 





Original Articles 
N. Av JARAD, M. P. CARROLL, C. LAROCHE, N. POULAKIS, J. MOXHAM, M. GREEN and R. M. Rupp, 
Respiratory muscle function in patients with asbestos-related pleural disease 
D. VEALE, B. G. Cooper, C. J. GriFriTHs, P. A. Corris and G. J. Gipson, The effect of controlled- 
release salbutamol on sleep and nocturnal oxygenation in patients with asthma and chronic obstruc- 
tive pulmonary disease 
A. H. CAMPBELL and R. Pierce, Brief upper airway dysfunction 
N. A. Gipson, J. A. P. Coutts and J. Y. Paton, Flexible bronchoscopy under 10 kg 


J. S. ELBorn, D. J. SHALE and J. R. Brirton, Heart—lung transplantation in cystic fibrosis: predictions 
for the next decade in England and Wales 


Y. Aoki, O. Katou, Y. NAKANISHI, S. KUROKI and H. YAMADA, A comparison study of IFN-y, 
ADA, and CA125 as the diagnostic parameters in tuberculous pleuritis 


Short Report 


J. Mappison, M. Dopp and A. K. Wess, Nebulized colistin causes chest tightness in adults with cystic 
fibrosis 


Case Reports 


J. Kose, D. CauGHEy and S. RAINeR, Sulphasalazine-induced sub-acute hyper-sensitivity pneu- 
monitis 


C. J. Pycock, A. J. THomas, A. J. MARSHALL and W. ScarratT, Capillary haemangiomatosis: a rare 
cause of pulmonary hypertension 


Letters to the Editors 


Number 3. March 1994 
Editorial 
C. J. TricG and R. J. Davies, Antibiotic prescribing for bronchitis: time for a change? 
Topical Review 
Guidelines for the measurement of respiratory function 
Original Articles 


R. I. EHRLICH and D. E. BourNg, Asthma deaths among coloured and white South Africans: 1962 to 
1988 

S. MUKHOPADHYAY, G. E. STADDON, C. EASTMAN, M. PALMER, E. RHys Davies and F. CARSWELL, 
The quantitative distribution of nebulized antibiotic in the lung in cystic fibrosis 


S. C. PANG, R. H. Harrison, A. S. CLAYTON, J. MERCER and J. BREARLEY, Tuberculosis case-finding 
in Western Australia 


M. UDupPIHILLE, Peak expiratory flow rate in Sri Lankan schoolchildren of Sinhalese ethnic origin 
B. YUKSEL and A. GREENOUGH, Comparison of the effects on lung function of two methods of 
bronchodilator administration 


Short Reports 


J. L. MARCHANT, S. A. LiTTLE and A. BusH, Flow volume curves in children with systic fibrosis — a 
possible risk of cross-infection? 


T. Kwok, M. D. Fotuersy, J. Cookson, J. F. Potrer and C. M. CAsTLEDEN, Can topical zinc 
accentuate tuberculin reactivity in the elderly? 


Case Report 


A. B. Mason and P. JENKINS, Acute renal failure in fulminant psittacosis 


iV 





Number 4 April 1994 

Editorials 
J. L. Devauia, C. RuszNak and R. J. Davies, Air pollution in the 1990s—cause of increased 
respiratory disease? 
S. MukHopaDnHyAY, When will nebulized chemotherapy come of age? 

Topical Review 
A. LINDEN and B.-E. SkooGH, NANC responses - role in control of airway tone 

Original Articles 
N. C. G. HANSEN, T. EvALD and T. B. Ipsen, Terbutaline inhalations by the Turbuhaler® as 
replacement for domiciliary nebulizer therapy in severe chronic obstructive pulmonary disease 
O.-P. SeppALA, A method for measuring the effects of anticholinergics on histamine-induced 
broncho-constriction in normal subjects. Oxitropium bromide provides dose-dependent protection 
B. YUKSEL and A. GREENOUGH, Airways resistance and lung volume before and after bronchodilatory 
therapy in symptomatic preterm infants 
M. H. SHaAmssaIN, Pulmonary function in normal non-smoking black Southern African adults 
A. H. Jones, C. G. LANGDON, P. S. Lee, S. A. LINGHAM, J. P. NANKANI, R. M. A. FoLtows, U. 
TOLLEMAR and P. D. I. RICHARDSON, Pulmicort® Turbohaler® once daily as initial prophylactic 
therapy for asthma 


H. MoupaiL, G. SRIDHAR and A. G. LEITCH, Reactivation disease: the commonest form of tubercu- 
lous pleural effusion in Edinburgh, 1980-1991 


Short Report 


T. J. Witxiams, I. NICOULET, E. COLEMAN and C. MCALANnegyY, Safety and patient acceptability of 


intravenous midazolam for fibre optic bronchoscopy 
Case Reports 
R. K. PeyAver and A. H. Watson, Castleman’s disease 


P. L. Suan, S. F. Scott and M. E. Hopson, Lobar atelectasis in cystic fibrosis and treatment with 
recombinant human DNase I 


Book Reviews 
Letters to the Editor 
Forthcoming Meetings 


Number 5 May 1994 
Editorials 


E. D. BATEMAN, A new look at the natural history of aspergillus hypersensitivity in asthmatics 
A. M. CAMPBELL, A. M. VIGNOLA and P. GoparD, Epithelial cells and adhesion molecules 
V. J. Lunb, Chest physicians discover the nose! 


Topical Review 


P. N. R. DEKHUIJZEN and R. H. H. vAN BALKoM, Steroid-induced change in the respiratory muscles: 
its relevance in patients with obstructive airways disease 


Original Articles 


F. J. J. VAN DEN ELsHouT, C. L. A. VAN HERWAARDEN and H. TH. M. FOLGERING, Oscillatory 
respiratory impedance and lung tissue compliance 





B. H. O. Azizi and R. L. Henry, Ethnic differences in normal spirometric lung function of Malaysian 
children 


P. M. Lenrer, S. M. Hocuron, L. RAUSCH and R. Carr, The effects of atropine on respiratory sinus 
arrhythmia in asthma 


L. Ramacg, B. J. LipwortH, C. G. INGRAM, I A. CREE and D. P. DHILLON, Reduced protection 
against exercise induced bronchoconstriction after chronic dosing with salmeterol 


P. Marsh, I. JOHNSTON and J. BRITTON, Atopy as a risk factor for cryptogenic fibrosing alveolitis 


L. AGERTOFT and S. PEDERSEN, Effects of long-term treatment with an inhaled corticosteroid on 
growth and pulmonary function in asthmatic children 


Short Report 
R. J. KAARSGAREN, R. F. ZULSTRA and P. HELMs, Asthma medication in children — 1991 
Case Reports 


G. D. PHILLips and F. J. C. MILLARD, The therapeutic use of ultrasonic nebulizers in acute asthma 


N. G. Forounl, W. WALKER and A. G. LeITcH, Tuberculous empyema presenting 62 years after 
oleothorax: a case report 


S. C. O’Rettty, P. M. Taytor and B. R. O’DRIScoLL, Occult bronchiectasis presenting as 
streptokinase-induced haemoptysis 


Book Review 
Letter to the Editor 


Forthcoming Meetings 


Number 6 July 1994 
Editorial 


N. K. BHATNAGAR, The impact of video assisted thoracoscopic surgery (VATS) 


Topical Review 


S. OLLIER and R. J. Davigs, A report on the relationship between allergen load, primary immunologic 
sensitization and the expression of allergic disease 


Original Articles 


G. RoLia, P. Focuiati, C. Bucca, L. BRussino, E. D1 Rosa, M. Di Summa, C. Comoc.io, D. 
MaLaRA and G. M. Ortino, Effect of pleurotomy on pulmonary function after coronary artery 
bypass grafting with internal mammary artery 

W. D. Ret, C. L. Cairns, D. J. McRag, F. CHUNG, B. R. WiGGs and R. L. Parpy, Regional and fibre 
type glycogen utilization patterns in the hamster diaphragm following swimming 

I. P. HALL, I. M. CaLLow, S. A. Evans and I. D. A. JoHNsToN, Audit of a complete home nebulizer 
service provided by a respiratory nurse specialist 

L. OLSENI, B. MIDGREN, Y. HORNBLAD and P. WoLLMER, Chest physiotherapy in chronic obstructive 
pulmonary disease: forced expiratory technique combined with either postural drainage or positive 
expiratory pressure breathing 

C. I. A. Jack, M. J. WALSHAW, J. TRAN, C. R. K. Hinp and C. C. Evans, Twenty-four-hour tracheal 
pH monitoring — a simple and non-hazardous investigation 

A. J. M. Warp, M. G. McKeEnnirr, J. M. Evans, C. P. PAGE and J. F. CosteLio, Bronchial 
responsiveness is not always increased after allergen challenge 


C. K. CONNOLLY, R. J. Prescott, S. M. ALcock and A. A. GATNAsSH, Actual over best function as an 
outcome measure in asthma 





Short Report 
C. Rusznak, J. L. Devauia, R. J. SAPsForD and R. J. Davies, Circadian rhythms in ciliary beat 
frequency of human bronchial epithelial cells, in vitro 

Case Reports 
C. N. E. GRAHAME-CLARKE, C. M. Roperts and D. W. Empey, Chronic necrotizing pulmonary 
aspergillosis and pulmonary phycomycosis in cystic fibrosis 
S. C. STENTON, J. R. BEACH and D. J. HENprRick, An unusual response to methacholine 
K. Nisui, S. Myou, T. OokA, M. Fusmmura and T. Matsupa, Diffuse cutaneous systemic sclerosis 


associated with pan-serositis, disseminated intravascular coagulation, and diffuse alveolar haemor- 
rhage 


C. M. Parry, R. J. Powet and I. D. A. JoHNsTON, Yellow nails, bronchiectasis and low circulating 
B cells 


A. Cazzapori, G. Di PERRI, S. MARocco, A. CARLoTTO, T. ADAMI and E. Concia, Tuberculous 
pleurisy after percutaneous needle biopsy of a pulmonary nodule 


Letters to the Editor 


Number 7 August 1994 
Editorial 


M. RuBILAR, P. J. Sime, H. MoupaIL, E. R. CuiLvers and A. G. LeiTcu, Time to extend ‘the timetable 
of tuberculosis’? 


Topical Review 
E. J. M. WEERSINK and D. S. Postma, Nocturnal asthma: not a separate disease entity 

Original Articles 
R. M. AnGus, S. Murray, J. W. Kay, N. C. THOMSON and K. R. PATEL, Management of chronic 
airflow obstruction: differences in practice between respiratory and general physicians 
S. P. O’Hickey and P. J. Rees, High-dose nedocromil sodium as an addition to inhaled corticosteroids 
in the treatment of asthma 
L. J. WALSH, J. T. MACFARLANE, A. R. MANHIRE, M. SHEPPARD and J. S. P. Jones, Audit of pleural 
biopsies: an argument for a pleural biopsy service 
H. Moupet and A. G. Leitcu, Extra-pulmonary tuberculosis in Lothian 1980-1989: ethnic status 
and delay from onset of symptoms to diagnosis 
J. D. LUNDGREN, R. D. RiEves, J. MULLOL, C. LOGUN and J. H. SHELHAMER, The effect of neutrophil 
protenase enzymes on the release of mucus from feline and human airway cultures 
M. Dossina, J. KHAN and F. AL-RabiAH, Risk factors for chronic obstructive lung disease in Saudi 
Arabia 
A. Loutsipis, I. BELLENIS, M. ARGiRIoU and N. Exarcuos, Tetracycline compared with mechlore- 
thamine in the treatment of malignant pleural effusions. A randomized trial 
B. YUKsEL and A. GREENOUGH, Influence of lung function and postnatal age on the response to 
nebulized ipratropium bromide in children born prematurely 
N. C. G. HANSEN, A. SKRIVER, L. BRORSEN-Ruls, S. BALSLov, T. EVALD, N. MALTBAEK, G. GUNNERSEN, 
P. GaARSDAL, P. SANDER, J. Z. PEDERSEN, T. B. IBSEN and F. V. RASMUSSEN, Orally administered 
N-acetylcysteine may improve general well-being in patients with mild chronic bronchitis 

Short Reports 


D. L. SmitH, W. FREEMAN, R. M. CayTon and D. E. STABLEFORTH, Nocturnal hypoxaemia in cystic 
fibrosis: relationship to pulmonary function tests 





T. Et-NaGGar, K. H. ABp-EL-MaAgBoub, M. Y. ABDALLAH, S. EL-GHETANY and S. M. TOHAmMY, 
Peripartum pleural effusion 


Case Reports 


B. Berns, A. K. Wess, S. P. HANLEY and P. TAyLor, Lethal laryngeal obstruction 


S. Kara, A. PANbiT, P. M. TayLor, M. C. Prescott and A. A. Woopcock, Concealed intra- 
pulmonary shunting in liver disease 


J. D. URSCHEL, Balloon tamponade for hemorrhage secondary to chest tube insertion 


G. C. Kang, P. J. SLOANE, B. McComs, B. CHINN and J. E. GoTTLigs, ‘Missed’ inhaled foreign body 
in an adult 


T. P. Nc, W. C. TAN and Y. K. Leg, Occupational asthma in a pharmacist induced by Chlorella, a 
unicellular algae preparation 


Supplement A August 1994 


N. BaRngs, Chairman’s Introduction: Role of inhaled corticosteroids in the treatment of asthma 
R. J. SHAw, Pharmacology of fluticasone propionate 

J. W. Honour, Hypothalamic-pituitary-adrenal axis 

A. P. GREENING, Clinical trials of high-dose fluticasone propionate 

G. RUSSELL, Fluticasone propionate in children 

G. RussELL, Childhood asthma and growth — a review of the literature 

C. MACKENZIE, Knemometry 


G. Boyp, Effect of inhaled corticosteroids on bone 


Number 8 September 1994 
Editorial 
M. Iversen, Is farming good for your lungs? 
Topical Reviews 
T. SENDEROVITZ and K. ViskuM, Corticosteroids and tuberculosis 
S. JOHNSON and A. J. KNox, Arthropathy in cystic fibrosis 
Original Articles 
R. IsoaHo, H. PuoLyoki, E. Hunti, A.-L. Kivevd, P. LArPaca and E. Tata, Prevalence of chronic 
obstructive pulmonary disease in elderly Finns 


A. B. BOHADANA, N. Massin, D. TECULESCU and R. PESLIN, Tracheal wheezes during methacholine 
airway challenge (MAC) in workers exposed to occupational hazards 

F. A. EL-Kassimi, The annual risk of tuberculosis infection used as predictor of the future incidence of 
smear-positive cases 


G. Houetset, B. K. M. Cuan, C. H. S. CHAN, K. S. CHAN, H. TESCHLER and U. COosTABEL, 
Endobronchial tuberculosis: diagnostic features and therapeutic outcome 


Viil 





L. FJELLBIRKELAND, A. GULSVIK and J. B. D. PALMgR, The efficacy and tolerability of inhaled 
salmeterol and individually dose-titrated, sustained-release theophylline in patients with reversible 
airways disease 

P. J. Sime, E. R. CutLvers and A. G. Leitcu, Miliary tuberculosis in Edinburgh — A comparison 
between 1984-1992 and 1954-1967 

A. M. J. Wever, J. Wever-HEss, H. E. S. J. HENSGENS and J. HERMANS, Serum eosinophil cationic 


protein (ECP) in chronic asthma. Relationship to spirometry, flow-volume curves, PC,,, and 
exacerbations 


Short Report 


L. P. ORMEROD, Comparison of fibre optic bronchoscopy histology in an unselected series of patients 


Case Reports 


D. G. PeckHaM, J. Hitt, A. R. MANuHIRE and A. J. KNox, Resolution of superior vena cava 


obstruction following thrombolytic therapy in a patient with cystic fibrosis and a long-term indwelling 
catheter 


C. F. McDONALD and L. BairD, Risk of needle track metastasis after fine needle lung aspiration in 
lung cancer—a case report 

R. JAFFE, V. BOGOMOLSKI-YAHALOM and M. R. Kramer, Vocal cord paralysis as the presenting 
symptom of sarcoidosis 


Book Reviews 


Number 9 October 1994 
Editorials 
K. Jones, Salmeterol in the management of paediatric asthma 
M. R. PARTRIDGE, Metered-dose inhalers and CFCs: what respiratory physicians need to know 
Topical Review 
J. WALLING, Chemotherapy for advanced non-small-cell lung cancer 
Original Articles 
D. Morrison, S. CAPEWELL, S. P. REYNOLDs, J. THOMAS, N. J. Ati, G. F. READ, R. HENLEY and D. 
RIAD-FAHMY, Testosterone levels during systemic and inhaled corticosteroid therapy 
J. P. Di-wortn, A. R. H. WARLEy, C. Dawe and R. J. Wuire, The effect of nebulized salbutamol 
therapy on the incidence of postoperative chest infection in high risk patients 
J. FACCENDA, B. Watt and A. G. LeitcH, Pulmonary tuberculosis in overseas students of higher 
education is increasing in Edinburgh 
D. A. SPENCER, M. VENKATARAMAN, S. HIGGINS, K. STEVENSON and P. H. WELLER, Cystic fibrosis in 
children from ethnic minorities in the West Midlands 
J. A. Pryor, B. A. WeBpBer, M. E. Hopson and J. O. WARNER, The Flutter VRP1 as an adjunct to 
chest physiotherapy in cystic fibrosis 
M. WILKINSON and A. G. LeitcH, Audit of procedures related to outcome of chest clinic consultation 
D. Evans, M. Goyat, I. K. TaAyLor and R. J. SHAw, Identification of M. tuberculosis ribosomal RNA 
in mouthwash samples from patients with tuberculosis 
H. M. May, T. S. HARRISON and B. D. W. Harrison, A criterion based audit of community-acquired 
pneumonia 


A. Hasani, H. Vora, D. Pavia, J. E. AGNEw and S. W. CLarKE, No effect of gender on lung 
mucociliary clearance in young healthy adults 





Short Reports 
E. REICHART, P. BOERKMANN and F. PLENAT, Trypsin-triggered emphysema: an established model in 
rats 
M. T. KEARNEY, P. D. WANKLYN, J. M. GOLDMAN, S. B. PEARSON and C. TEALE, Urban deprivation 
and tuberculosis in the elderly 

Case Reports 
C. M. Larocue, S. STEWART, C. D. R. Flower and J. E. Stark, Acute respiratory failure due to 
bronchiolitis of unknown aetiology 


R. I. Caraitt, A. C. Boyter and B. J. Lipwortu, Reversible myocardial ischaemia following 
vincristine containing chemotherapy 


K. RizKaa, D. AHMAD, B. Garcia, L. Hutton, R. Novick and G. L. KEENgy, Primary malignant 
fibrous histiocytoma of the pleura a case report and review of the literature 
Letter to the Editor 


Forthcoming Meeting 


Number 10 November 1994 
Editorial 
H. NorpMan, The diagnosis of occupational asthma 
Topical Review 
C. M. Luczynska, Risk factors for indoor allergen exposure 
Original Articles 
A. TWEDDEL, R. CARTER, S. W. BANHAM and I. HuTTON, Breathlessness in microvascular angina 


D. A. WALLER, A. Gower, A. P. KAsHyap, I. D. CONACHER and G. N. MorritT, Carbon dioxide laser 


bronchoscopy — a review of its use in the treatment of malignant tracheobronchial tumours in 142 
patients 


V. AGRENIUS, L. E. GusTAFssoN and O. Wipstr6ém, Tumour necrosis factor-a and nitric oxide, 
determined as nitrite, in malignant pleural effusion 


N. Mitman, P. Faurscuou, E. P. MUNCH and G. Grobe, Transbronchial lung biopsy through the 
fibre optic bronchoscope. Results and complications in 452 examinations 


C. Roprico and G. Roprico, Early administration of hydrocortisone in the emergency room 
treatment of acute asthma: a controlled clinical trial 


K. YAMANAKA, T. KONDO and M. Mryao, Tuberculosis among the homeless people of Nagoya, 
Japan 


C. J. WARBURTON, R. McL. Niven, C. A. C. PICKERING, A. M. FLETCHER, J. HEPWORTH and H. C. 
FRANCIS, Domiciliary air filtration units, symptoms and lung function in atopic asthmatics 
A. A. OKUBADEJO, E. A. PAUL and J. A. WeEDzICHA, Domiciliary oxygen cylinders: indications, 
prescription and usage 

Case Reports 
W. G. Boersma, E. J. VAN DER JAGT, Y. HoLLoway and P. E. Postmus, Pleural empyema caused by 
Clostridium perfringens 
L. J. Rossorr and H. STEINBERG, Bronchial atresia and mucocele: a report of two cases 

Book Reviews 

Letters to the Editor 


British Association for Lung Research Abstracts 











